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©fl J. Reynolds 
Tolibcru Cu. 
WinstonSal«m 
NC 271UZ USA 
2U Class A 



PREMIUM TASTE 


PACKED TIGHT • BURNS SLOW 



Doral Ultra Lights 100's 
Filter Soft Pack 

UPC 

0 123673 3 


PM3006571934 


Source: https://www.industrydocuments.ucsf.edu/docs/zpdj0001 



